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HPLC in systemic candidosis 169 
Morphine 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 
Morphine glucuronides 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 
Myelin lipids 
TLC analysis of myelin lipids, their differ- 
ential O-deacylation by primary alkylam- 
ines and their selective staining by thion- 
ine. A limited phylogenetic study 339 
Navelbine 
Determination of navelbine and desace- 
tylnavelbine in biological fluids by HPLC 
225 
Nicorandil 
Determination of nicorandil in plasma us- 
ing HPLC with photoconductivity and UV 
detection. Application to pre-clinical 
pharmacokinetics in beagle dogs 151 
Nicotine 
Nicotine metabolites in the urine of smok- 
ers 193 
Nicotine 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 
Nicotine-N-oxide 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 
Nizatidine 
HPLC assay for nizatidine, a new H, 
blocker, in human plasma and urine using 
disposable solid-phase extraction columns 
490 
Nomifensine 
Determination of nomifensine in rat brain 
by HPLC with fluorescence detection 234 
Norcocaine 
Microassay for the simultaneous deter- 
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mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoylnorecgonine by 
HPLC 113 

Normorphine 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 

Nornicotine 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’'-propylnornicotine 349 

Organic acids 
Basic profiles of organic acids 1 

Pantothenic acid 
Simultaneous determination of panto- 
thenic acid and hopantenic acid in biolog- 
ical samples and natural products by GC- 
mass fragmentography 255 

Phenyltin compounds 
Simultaneous determination of butyltin 
and phenyltin compounds in oysters by 
capillaryGC 105 

Phospholipase-C 
Purification of phospholipase-C from Ba- 
cillus cereus by affinity chromatography 
on 2-(4-aminophenylsulphony! )ethyl- 
cellulose 307 

Phospholipids 
Quantitation of hexadecylphosphocho- 
line by HPTLC with densitometry 85 

Phosphonoformic acid 
Determination of phosphonoformic acid 
in human plasma and urine by HPLC with 
electrochemical detection 133 

Polyamino ligands 
Coupling of mono- and polyamino ligands 
to solid phases by nucleophilic attack on 
coupling groups that may be sponta- 
neously hydrolysed 246 

Protein migrating faster than albumin 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 

Proteins 
Isolation of human lactoferrin by affinity 
chromatography using insolubilized bo- 
vine f-lactoglobulin 442 

Proteins, human tear 

Analysis of human tear proteins by differ- 

ent HPLC techniques 319 






Pyridinoline 
Rapid assay for hard tissue collagen cross- 
links using isocratic ion-pair reversed- 
phase LC 43 

3-Pyridylcarbinol 
Nicotine metabolites in the urine of smok- 
ers 193 

Rifampicin 
HPLC assay of rifampicin in human serum 

495 

RM 06 
HPLC determination in human plasma of 
a new immunomodulatory agent with a 
peptidyl-hypoxanthine structure (RM 06) 
471 

Saterinone 
Direct enantiomeric separation of sateri- 
none by HPLC 161 

Steroids 
Simultaneous measurements of endoge- 
nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillary GC-MS 15 

Suprofen 
Determination of the enantiomers of su- 
profen and [*H,]suprofen in plasma by 
capillary GC-MS 93 

Suramin 
Bioanalysis of suramin in human plasma 
by ion-pairHPLC 141 

Testosterone 
Simultaneous measurements of endoge- 
nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillary GC-MS 15 

Thymine 
Determination of creatinine-related uri- 
nary uracil excretion in children by HPLC 
277 

L-Thyroxine 
Determination of L-thyroxine in reference 
serum preparations as the o-phthalalde- 
hyde-N-acetylcysteine derivative by re- 
versed-phase LC with electrochemical de- 
tection 287 

Tubulin 
Isolation of mammalian brain tubulin by 
amino-activated gelchromatography 71 

Uracil 
Determination of creatinine-related uri- 








nary uracil excretion in children by HPLC 
277 

Uric acid 
Simultaneous determination of creatine, 
uric acid and creatinine by HPLC with di- 
rect serum injection and multi-wave- 
length detection 265 

Urokinase 
Purification of urokinase by combined 
cation exchanger and affinity chromato- 
graphic cartridges 297 


Zidovudine 
Simultaneous quantification of zidovu- 
dine and its metabolites in serum and 
urine by HPLC using a column-switching 
technique 240 

Zidovudine 5’ -O-glucuronide 
Simultaneous quantification of zidovu- 
dine and its metabolites in serum and 
urine by HPLC using a column-switching 
technique 240 





